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Message Text 

UNCLASSIFIED 

PAGE 01 BUENOS 01793 081859Z 
ACTION INT-05 

INFO OCT-01 ARA-10 ISO-OO OES-06 PASS-00 /022 W 

082032Z 075580/43 

R081542Z MAR 77 
FM AMEMBASSY BUENOS AIRES 
TO SECSTATE WASHDC 9478 

UNCLAS BUENOS AIRES 1793 

PASS USGS BUREAU OF ELECTROMAGNETISM & GEOMAGNETISM. DENVER 
FEDERAL CENTER FOR JOHN D. WOOD 

E.O. 11652: N/A 
TAGS: TPHY, OTRA, AR 

SUBJECT: VISIT OF USG MAGNETIC CALIB RATER 

REF: UR TDWX 98/93-07-1223P EST 

1 . TRAVIS RECUPERATING NORMALLY FROM HERNIA WHICH DEVELO- 
PED TO POINT SURGERY WAS REQUIRED HERE IN BUENOS AIRES. SUR- 
GERY WAS PERFORMED MARCH 3. 

2. TRAVIS PLANS CONTINUE TO RECUPERATE IN HOSPITAL. THEN MOVE 
TO HOTEL, APPROX. END THIS WEEK. 

3. FOLLOWING RECUPERATION, HE PLANS TO RESUME CALIBRATION 
ACTIVITIES, APPROX. 15 MARCH. INCLUDING TRAVEL TO CORDOBA 
AND WORK AT LAS ACACIAS (OUTSIDE LA PLATA). 

4. HOSPITAL: LITTLE COMPANY OF MARY. SAN MARTIN DE TOURS 
2952, BUENOS AIRES. 

5. HOTEL (TENTATIVE:) BUENOS AIRES SHERATON, SAN MARTIN 
1225, BUENOS AIRES. 

HILL 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BUENOS 01793 081859Z 

NOTE BY OC/T: PASSED DENVER. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 08-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BUENOS01793 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770080-0058 

Format: TEL 

From: BUENOS AIRES 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770384/aaaacvmz.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: f53cfebb-c288-dd11-92da-001cc4696bcc 
Office: ACTION INT 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 09-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3181330 
Secure: OPEN 
Status: NATIVE 

Subject: VISIT OF USG MAGNETIC CALIBRATER 
TAGS: TPHY, OTRA, AR, (TRAVIS) 

To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/f53cfebb-c288-dd1 1 -92da-001 cc4696bcc 
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